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REF ID:A58151 

• • 



23 December 1954 


MEMORANDUM TOR THE MEMBERS OF USCIB : 

Subject: USCIB 8 . 4 / 2 , dated 15 December 1954* 


No objection having been received, the decision reported in 
the reference is considered approved. 


Deputy Ssecu 



JONES 

Secretary, USCIB 
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